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Hygienic Guides and Binders Available 


NDIVIDUAL Hygienic Guides in loose-leaf form may be obtained from the American 

Industrial Hygiene Association, 14125 Prevost, Detroit 27, Michigan, at 25c each. 
viscount of 20% allowed on orders of five or more; 40% on orders of 100 or more. 
Also available are flexible loose-leaf binders for the individual Hygiene Guide sheets. 
The binders have been especially designed to provide maximum protection and ease 
of handling of the Guides. They will be particularly useful in keeping a permanent file. 
The binders are blue in color, with white lettering, and are fitted with %” rings. The 
price is $1.25. The Guides and the binders may be ordered on the blank on page 374. 


Erratum 


Eig HYGIENIC GUIDE for Ethyl Alcohol which appeared in the March, 1956 issue 
of the AIHA Quarterly, erroneously listed the vapor pressure to be 20° C 11 
mm Hg. This should have been 42.3 mm Hg. 
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